UNITED STATES 
DEPARTMENT OF LABOR 


OSHA English | Spanish 

Find it in OSHA Q, 

A TO Z INDEX 

OSHA - WORKER - EMPLOYER - STANDARDS - ENFORCEMENT - CONSTRUCTION TOPIC - NEWS/RESOURCES - DATA - TRAINING - 


Inspection Detail 


Case Status: CLOSED 

Inspection: 1252112.015 - Louis Dreyfus Company River Elevators, Lie 



Inspection Information - Office: Fairview Heights 


Nr: 1252112.015 

Report ID: 0524530 

Open Date: 08/03/2017 


Louis Dreyfus Company River Elevators, Lie 

#46 Cargill Elevator Road . 

_ . ,. .. Union Status: Nonunion 

Cahokia, IL 62206 

SIC: 

NAICS: 523130/Commodity Contracts Dealing 

Mailing: #46 Cargill Elevator Road , Cahokia, IL 62206 


Inspection Type: 
Scope: 

Fat/Cat 

Partial 

Advanced Notice: N 


Ownership: 

Safety/Health: 

Private 

Safety 

Close Conference: 12/21/2017 


Emphasis: 

N Amputate 

Close Case: 09/20/2018 


Related Activity: 

Type 

ID Safety 

Health 


Accident 

1248244 



Case Status: CLOSED 


Violation Summary 


Serious 

Willful 

Repeat 

Other 

Unclass 

Total 

Initial Violations 

2 





2 

Current Violations 

1 





1 

Initial Penalty 

$25,868 

$0 

$0 

$0 

$0 

$25,868 

Current Penalty 

$8,665 

$0 

$0 

$0 

$0 

$8,665 

FTA Amount 

$0 

$0 

$0 

$0 

$0 

$0 


Violation Items 



# 

ID 

Type 

Standard 

Issuance 

Abate 

Curr$ 

Init$ 

Fta$ 

Contest 

LastEvent 


1 . 

01001A 

Serious 

19170042 B02 I 

01/31/2018 

02/27/2018 

$8,665 

$12,934 

$0 

02/20/2018 

F - Formal Settlement 


2. 

01001B 

Serious 

19170042 B02IV 

01/31/2018 

02/27/2018 

$0 

$0 

$0 

02/20/2018 

F - Formal Settlement 


3. 

01001C 

Serious 

19170042 B04 

01/31/2018 

02/27/2018 

$0 

$0 

$0 

02/20/2018 

F - Formal Settlement 

Deleted 

4. 

02001 

Serious 

5A0001 

02/02/2018 

03/01/2018 

$0 

$12,934 

$0 

02/20/2018 

F - Formal Settlement 


Accident Investigation Summary 

Summary Nr: 97817.015 

Event: 08/02/2017 

Employee Struck By Broken Cable And Is Killed 


At 11:00 p.m. on August 2, 2017, an employee was working with two coworkers. They were handling winch cables lines and mooring lines in order to move 
barges along the dock for filling. The task of moving the barges by winch was routine and was conducted 3 to 4 times per shift. While the deck winch/steel cable 







was being used to pull a barge along the dock, the cable snapped and the employee was struck on the head. The wire line cable used on the winch was 3/4-inch 
diameter. The manufacture required a 7/8-inch diameter for the winch. The employee later died from head trauma after being transported to the hospital. 


Keywords: struck by, head, grain elevator, broken cable 


Inspection 



Degree 

Nature 

Occupation 

1 

1252112.015 



Fatality 

Other 

Laborers, except construction 
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